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BILL NO. S-76-02-^2 £_j 


SPECIAL ORDINANCE NO. 


s- SlzZk 


AN ORDINANCE approving a certain bid 
document with CENTRAL SUPPLY COMPANY 
INC. for rigid conduit 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT 
WAYNE, INDIANA: 

SECTION 1. A certain bid document Ref. No. 699, dated 
February 2, 1976, between the City of Fort Wayne, by and through 
its Mayor and the Board of Public Safety and CENTRAL SUPPLY 
COMPANY, INC., for: 

7500 Ft. two Inch Rigid Conduit $6,952.50 

all as more specifically set forth in said Bid Document Ref. No. 
699 and Purchase Order No. 3-32818 ii, which are on file in the 
Office of the Department of Purchasing and are by reference 
incorporated herein, made a part hereof and are hereby in all 
things ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 



APPROVED AS TO FORM 
AND LEGALITY,- 











Read the first tine in full and '.n notion b){ (/ seconded by *. 

and duly adopted, read the second tine by title and referred 

to the Committee on _._ (and the City Plan 

Comm+ssion for recOi’auenddLion)—a nd Public H ea ring to - b e h e ld af ter due leoal notice, 

at tiie-Cmmef d Chambers, Cit.v-County Suild l ncT, ' !-ort Wayne, inTOrfa, on_, 

t he ^—-d - ay uf ,197 ,-at —• _ 

o’cijicfc-TMk-^.S.T. 

Date: _ c 


Read the third time in full and on motion by_ )/• , 

seconded by _, and duly adopted, placed on its passaae. 

Passed (I^S?) by the follov/ino vote: 


AYES 


NAYS 


TOTAL VOTES 
BURNS 


0 


ABSTAINED 


ABSENT 


TO-HIT 


□ □ 


--— 


HI MG A 


HUNTER 


MOSES 


NUCKQLS 


SCHMIDT, 

D. 

SCHMIDT, 

V. 

STIER 


TALARICO 



DATE: 




CITY CLERIC' 

Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, 
as (Ze nino Ma tr ) (Gencral )-(Amg7mriw) (Special) - (Approprlatfon) Ordinance 
(Restmrtto.nl,-Jio. o n th e d ay __ , 197 ^_- 

ATTEST: (SEAL) . 




DING. OFFICER 

ay of of the Citv df ;TortmaVh'e',‘ Tndiana, bn th< 

, 197 ^ , at the hour of o ’clock 




CITY CLERIC 


sinned by me this // d ay of > l 9 ^ 

¥;&■ ..-ci^ V * 


at the hour of 


iS.T. 






































































S-76-02-22 


We, your Committee on 


REPORT OF THE COMMITTEE, ON FINANCE 
Finance 


to whom was referred an Ordinance 


approving a certain bid document with CENTRAL SUPPLY COMPANY INC, for 

rigid conduit ' 


i 



have had said Ordinance under consideration and beg leave to report back to the Common 


Council that said Ordinance AHa _ PASS„ 
Vivian G. Schmidt - Chairman 
William T. Hinga - Vice-Chairman 
Winfield C. Moses, Jr. 

John Nuckols • 

Samuel J. Talarico 



CONCURRED IN ' 

CHARLES W. V/ESTSIMAN, CITY CilRK. 
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Purchasing Department 


February 10, 1976 


Board of Public Safety 

9th Floor - City County Building 

Attention: Richard Drake 

Attached is a copy of the successful I 

Central Supply Company 

7500 Ft. Two Inch Rigid Conduit 

Attached is a copy of the successful 
Tabulation sheet is enclosed. 


Subject: Bid Reference No. 699 
bidder 

Purchase Order No. 3-32818 ii 
92,70 CFT, $6952.50 

bidder 



Director of Purchases 


abuiatio.n of Bid 

3id Reference No. 699 

Closing Date February 2, 1976 

s 

10,000 Ft: 2" Rigid Conduit 

7,500Ft. 2” Rigid Condu 
'■'’’“’’aI ternate 

Q/A £*) 

t 

entra P ^upp fy^Company (/]r 

01 East Wal lace Street / 

ort Wayne, Indiana 46803y ( ^ 

J'CaLl-e)i< - PeL-Shck b> 7- 

/$.**'J / V/. ~AS /Uctofro 

ir> 0 .* 2 ) -O / 

j" /'A/, £ -/4s A/CULOCO 

r \ 

'vfa/oti*T3o 

A]£ (t 

raybar Electric Company V 

425 Distribution Dr ive 
ort Wayne, Indiana 46825 

-C 4 U -0 ic 

yr?,* 2 ) yc @| 

^.,c# esteem A-r T/+ 1«- 

De*L, . 

v?S)9 # 

77/1 <L P&LtiSZA-y/ 

%% /O /^Tjo 

fa,cAr Pf* 

riff in Electric Company 

03 Lafayette Avenue . 
ebanon, Indiana 46052' 




II Phase Electric Company 

920 Lima Road i, 

ort Wayne, Indiana 46825 




General Electric Supply Company 

311 Distribution Drive 
ort Wayne, Indiana 46825 





- 

- ! 

_ . . _ - _ _ _ - - - .1 


• —.-.-'-4 


. i 
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• ■ . ■ • . ! 

r ‘ * - 




'jp Jyi 
































o P -3 CITY OF FORT WAYNE 

'oSnVa V£Vhs e*° A S? DEPARTMENT OF PURCHASES 

NUMBER ONE EAST MAIN STREET 
ROOM 470 

FORT WAYNE, INDIANA 46802 

MAIL ALL CORRESPONDENCE, CLAIM VOUCHERS ETC. TO: 

_ Traffic Engineering Department _ 

Room 740 - City County Building 
One Main Street - Fort Wayne. Indiana 


r 


L 

DELIVER T0> 


Central Supply Company, Inc. 
701 East Wallace Street 
Fort Wayne, Indiana 46803 


Traffic Engineering Operations 


1 


J 


1730 South Lafayette Street 

Fort Wayne, Indiana 46803 


(DEDUCTION FOR DISCOUNT SHOWN B 


DELIVERY DATE 
ESTED WILL A- 
"FOLLOW UP" 


ORDER 

E CONTRACTOR OR 
NDOR, BY ACCEPT- 
i THIS ORDER, A- 
EES TO THE GEN- 
AL CONDI 




CHARGES FOR DELIV¬ 
ERY, PACKING, ETC., 
NECESSARY TO COM- 


H NECESSARY. 

Jp. S certif T . A n 


EXPLANATION. 


PURCHASE ORDER NUMBER 

3 - 32818 11 
February 10, 1976 
2-i 1 


rHE ABOVE INFORMATION MUST APPEAR 0 
ALL INVOICES, BILLS OF LADING, DELIVER 
riCKETS, PACKAGES AND CO RR ESPON DEN CI 

INVOICE IN DUPLICATE. 


HIS PURCHASE ORDER ISSUED BY: 

DP 


APPROPRIATE 

NUMBER 


770-4-44-ii 


TERIALS, SUPPLIES OR SERVICES 


TAX EXEMPT (unless otherwise indicated) 

Two Inch (2") Rigid Conduit per Bid No. 699 
10' length x 2.375 O.D. x 2.067 I.D. =.154 Wall 
Galvanized - threaded 11-1/2 per inch plus one 
(1) coupling per length attached. 

Ship in one (1) complete shipment 
2 % iOtn Net 30th 
F.O.B. Delivered 

Ship - Stock to two weeks A.R.O. 

Subject to CounciImanic Approval 


92.70/CF' 


ACL/gb 


I HEREBY CERTIFY THAT THE COST OF THE ABOVE PURCHASE IS FULLY COV¬ 
ERED BY UNENCUMBERED BALANCES IN THE ABOVE FUNDS AND THAT THE 
-^ I ZED AND APPROPRIATED. 


EXPENDITURE THEREFOR ^S ( 0EEN AUTHOR' * 

city Controller 


I HEREBY CERTIFY UPON MY OWN PERSONAL KNOWLEDGE THAT THIS ORDER 

IS AUTHORIZED BY A PROPERLY EXECUTED AND APPROVED REQUISITION ON 
FILE IN THIS OFFICE. A>c> LorfJ 


— Director of Purchases 


































FORM DP2B 3-< 


CIT¥ of i? uiiT WAtfJNAi 

DEPARTMENT OF PURCHASES 

Number One Main St., Ft. Wayne, Ind. 46802 

INVITATION 


IndlcatadT 

•Mali all rrsUaa and 


Quotation!, sabjwst to th. eooditiooi on ti* r -n r tre. h«not, »r* wquaatad on the following Uit of 
material!, tuspUaa, wlpmaot or oerrlcaa, for the <J«parta»nt aa mentioned, erith deliv er 7 to destination 
a* elunro below. Quotation, nhafl Include all chargee for delivery, parking, eto . Addraw your reply aa 


A. C. Lord - 423-7037 


DEPARTMENT OF PURCHASES 


Room 470 # Number One Main St., Ft. Wayne, IncU 46802 


Traffic Engineering Department 
0r DmS10D - Room 740 - City County Bu I rJ mT 


Page_ 
Ref. No.- 


699 


Date January 16, 1976 

Date wanted-- 


770-4-44-ii 

Fund 

Appropriation No. — 


One Main Street - Fort Wayne, Indiana 


RETURN ORIGINAL TO THE CITY — RETAIN DUPLICATE COPY FOR YOUR FILE 

1976 - 10:00 A.M. _ _ __ 


Time^f Bids_Monday - February 


“SSkSiSa *5? 53K5°£*u. 

TAX EXEMPT (Unless otherwise indicated) 


0,000 


7,500 


Ft. 

Th« 


Alternate: , 
Same as Abdve. 


Uateriala. SappUea. EqalpnH 


Estimated Quantities for 1976 Requirements. 


2" Rigid Conduit per Attached Specifications. 

Conduit to be in ten foot lengths - O.D. 2,375 - i.D, 2.067 - Wall 
.154, Galvanized Plating, Threaded Standard lU per inch, plus one 
coupling per length attached. All Freight to be pfcepaid_. 


he attached Non-Collusion 

with your Bid. 


n-UolTusion Attadavit must be ccmpletea and t 


hterar *. 

T«« AWftVC ^i/UMftry 0M SirJ.CS 
©**.« Coe.m,T i m rt, TWtf '"ptwecy 


>«voifa t 
\S - 


Or* e S'M i^MaTK 


'UaC w«a.h - Sr««-K *r% a. w««vcs 

Each Bidder must submit a current 1976 v, 


Each*Bidder must submit a current 19/6 written Affirmative Action 
Program with their bid - or - have it on file with our„E.E.O. Office 
for the current year. NOTE: Forms attached must be completed in 
Office, 


"Htiy ’^oerftroni 11 IF©c* 'B'l Fe». a*j ( iSTC F»«. \*\ 

On File: _ Attached :______ 


)2l. <T 


\2t.c 


1 ° 

W-z 


nop ITATff 


Sid Bond required 


_ Performance Bond El 

So* Inatnsetion lt«a Ko, IS cn roram* aid. h»r«of. 


oom injiiucuon aw WM *” T ^ - __ « ■» j • 

p^g % cash discount if paid within—IQ—days from delivery and acceptance of goods or completion of services. 


PROPOSAL OR BID 

asw-ssr tfj&WfWacas srsft 

ffitoTSTi? oTail of the items or completion of services indicated shall be made 

IMPORTANT Eg - 113,1,0 


(i- r; 'jg j ENTRAL SUPPLY COMPANY, INC. 

| FORT WAYNE, INDIANA 46801 

/ 701 east Wallace: street • p. o. box hot 


J 


atm TXm\/CJ(S. Yf • -X * * 

<2 « K .= ,.. 

_ 

AUrtaa ..— 

nto ....... xmp 






















































Lccepted _ ___:_Date_19_a3 follows: 


GENERAL CONDITIONS, INSTRUCTIONS TO BIDDERS AND INFORMATION FOR BIDDERS 




1. Special Conditions; Special conditions included in the Bid Document shall take precedence over any provisions stipulated hereunder. 

I. Applicable Laws: The Revised statutes of the State of Indiana, and all City ordinances insofar as they apply to the laws of competitive bidding,, 
contracts, and. purchases, are made a part hereof. 

*. Workmen’s Compensation: Insofar as Workmen's Compensation Act is concerned, the bidder or contractor agrees to furnish an official, certifi¬ 
cate from the Industrial Board of Indiana, showing that he k in compliance with such law, whenever such certificates are required in the Bid 
Document. 

4. Infringements end Indemnifications: The bidder, if awarded an order or contract, agrees to protect, defend, and save the City harmless against 
' any demand- for payment for the use of any patented material, process, article, or device that may enter into the manufacture, construction, or 

form a part of the work covered by either order or contract and he further agrees to indemnify and save the City harmless from suits or actions 
of every nature and description brought against it, for or on account of any injuries or damages received or eustained by a party or parties, by or 
from any of the acts of the contractor, his servants, or agents. 

To this extent the bidder or contractor agrees to famish adequate Public Liability and Property Damage Insurance, the amount of which will be 
determined by the City whenever such insurance is deemed necessary. When so required the types and amounts of insurance to be provided is 
set forth in the Bid Document. 

5. Pricing: Prices should be stated in units of quantity specifisd in the Bid Document,. In ease of discrepancy in computing the amount of the bid 
the unit prices quoted will govern. 

6. Delivery: Quotations should include all charges for delivery, pecking, crating, containers, etc.--Unless otherwise stated by the bidder prices 
quoted will be considered as being based on delivery to the destination designated In the Bid Document and to Include all delivery and packing 
charges. 

f. Specifications: Unless otherwise stated by the bidder the proposal will be considered as being in strict accordance with the specifications out¬ 
lined in the Bid Document. 

References to a particular trade name, manufacturer's catalog or model number are made for descriptive purposes to guide the bidder in inter¬ 
preting the requirements of the City. They should not be construed as excluding proposals on other types of materials, equipment and supplies. 
However the bidder, if awarded a contract, will be required to furnish the particular item referred to in the specifications or description unless 
a departure or substitution is clearly noted and described in the proposal. 

8. Samples: Samples, when requested, must be furnished free of expense to the City and if not destroyed; will upon request be returned at the 


9. Cash Discounts: Time in connection with cash discount offered, will be computed from date of delivery and acceptance at final destination or 

from date properly executed claim voucher is received, if the latter date is later than the date of delivery and acceptance. 

10. Taxes: The City is generally exempt from Federal Kxcise and Indiana State Sales Tax. Quotations must be separated to show the amount to, 
be added for taxes of any kind if applicable. Prices should not include tax. The City will pay such taxes as are applicable to this purchase. 
Exemption forms will be furnished wherever necessary. Taxes wherever Indicated and which are applicable to this purchase, will not be subject 
to any trade or cash discounts. 

11. Bid Informalities and Rejection: The City reserves the right to waive informalities not inconsistent with law or to reject any or all bids. 

12. Award: Unless otherwise specified in the Bid Document the City reserves the right to accept any item In the bid. Unleas otherwise stated In 

the Bid Document bidders may submit proposals on any item or group of items, provided however that the unit prices are Bhown as requested. 


1 «. 


Payments: Partial payments may be made upon presentation of properly executed claim voucher unless otherwise stated In the Bid Document. 
The final payment will be made by the City when the materials, supplies or equipment has been fully delivered and accepted or the work com- > 
pleted to the full satisfaction of the City. 

Bidder’s Signature: Each proposal form must he rigned by the bidder with his usual signature. All signatures should be in full. 

Bids by partnership should include the names of the partners composing the partnership and must be signed by one or more of the partners In 
the following manner: "John Jones and James Smith, d.b.a., Smlth-Jones Company, by John Jones, & partner". 


Bids by corporations must be signed with the names of the corporation, followed by the signature and designation of the president, vice-president, 
or person authorized to bind it in the matter. 


The successful bidder, or contractor, agrees that he will comply with Indiana Acta 1961, chapter 208, section 10, being Burns Indiana Statute 
40-2316-1064 supplement requiring such bidder, contractor, or his subcontractor not to discriminate with respect to hiring, tenure, terms, condi¬ 
tions, or privileges of employment because of race, color religion, national origin or ancestry. 


Unless otherwise specifically indicated under the 
the following. 

a) A Bid bond, deposit of cash, certified check 
City of Fort "Wayne or to the contracting 

b) The successful bidder will ba required to fc 
to the contracting division thereof, in the a 
faithful performance thereof. 


s individual listing in the legal advertisement nr invitation to bid, all bids shall be subject to 

or Bank Cashiers Check, In the amount specified, drawn on a solvent bank payable to the 
division thereof. 

jrn'ah a bond or Certified Check on a solvent bank, payable to the City of Fort Wayne or 
•mount specified in the notice of bids wanted or the invitation to bid, as a guarantee for the 


17. Submission and Receipt of Bids: 


a) Proposals, to receive consideration, must be received prior to the specified time of closing as 

b) Bidders must use the Bid Document proposal form furnished by the City as none other will 
intact. Removal of any part thereof may invalidate the bid. 

c) Bidders are requested to use the Bid Envelope if furnished by the City, or other similarly idenl 
Envelopes should be sealed whea submitted with Information on the face of the Bid Envelope 
and date of closing and City Ageecy involved. 

d) Separate proposals must be submitted on each reference number, 

e) Fropoeals baring any erasures or corrections thsrson may be rejected unless 


designated in the Invitation, 
be accepted. Proposal forms must be 

tified envelope to assure proper handtin 
to Identify the bid, e.g.. Bid Reference 


returned 

: number 


explained or noted over the signature of 







Page_& 
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ii>.4 DP 8 


of 


Reference Mo. 699 


NON-COLLUSipN AFFIDAVIT 

STATE OF INDIANA, 

_ COUNTY 

The undersigned bidder or agent, being duly sworn on oath, says that he has not, nor has any other 
member, representative, or agent of the firm, company, corporation or partnership represented by him, 
entered into any combination, collusion or agreement with any person relative to the price to be bid by 
anyone at such letting, nor to prevent any person from bidding nor to induce anyone to refrain from bid¬ 
ding, and that this bid is made without reference to any other bid and without any agreement, under¬ 
standing or combination with any other person in reference to such bidding. 

He further says that no person or persons, firms, or corporation has, have or will receive directly or 
indirectly, any rebate, fee, gift, commission or thing of value on account of such sale or contract. 



Subscribed and sworn to before me this 
My Commission Expires 

^^uU.L? r JS7J 














DIGEST SHEET 



7<Z-0 


TITLE OF ORDINANCE Contract Approval Rigid Conduit - CENTRAL SUPPLY COMPANY 
DEPARTMENT REQUESTING ORDINANCE Traffic Engineering Department 
SYNOPSIS OF ORDINANCE Purchase of 7,500 ft. of Rigid Conduit to be used for 
installation of all underground cable for- traffic signal and fire alarm projects. 


EFFECT OF PASSAGE Will conform to State and Federal requirements regarding 
installation o f "Uniform Traffic,Control Devices". Will provide a method of protectin g 

all underground installations from damage thus extending life of cable. 

EFFECT OF NON-PASSAGE Failure to conform to Federal requirements regarding 

installation of "Uniform Traffic Control Devices" would disqualify the City for future 

Federal funding. Would not provide adequate protection for underground installation, thus 
increasing maintenance cost and potential downtime o r ma 1 funct ion. of... equipment. he.i nfl .served. 

MONEY INVOLVED (Direct Costs, Expenditures, Savings)_ 

7,500 Ft. 2 inch Rigid Conduit @ $92.70 per 100/ft. Total of $6,952.50 


ASSIGNED TO COMMITTEE (J. N. \ 































